PLATE   6A

A diagram of the circulation through the skin. 1, epidermis; 2, papillae;
3, capillary loop: 4, terminal arteriole; 5, subpapillary venous plexus. The venous
limb of the capillary loop and the plexus are shown m the conx-entlonal blue color,
but actually the blood in these channels in health is little darker than arterial blood'.

PLATE   6B

Showing the coronary arteries.    1, left coronary artery;   2, right coronary artei
<5, aorta;  4, pulmonarx- artery;   5, superior vena cava;   6. inferior vena cava.

artery;